AIR VENT G12987 


LIGHT FIXTURE 


G12988 
C 
4X RING TERMINAL 36152 
G12889 RHEOSTAT 
PLUG 
6.0 - 8.0 

SOCKET 

SPLICES 
A 


LIGHT FIXTURE 


LIGHT FIXTURE 


CW 


REVISIONS 


CORRECTED AIRFRAME WIRE NUMBERS; 9/22/11 
G12889 RHEOSTAT WAS G10011 CLB 


AMP 1-480305-0 
(3X) PIN 60618-1 


G12989- p? 


AMP 1-480303-0 
(3X) SOCKET 60617-1 


C 
= 


P1 P SPLICE 


320559 
LE4NE PILOT 
LE2NE PASS 


SPLICE C 
320559 


SPLICE 
320559 


LE3E PILOT 
LE1E PASS 


G12889 RHEOSTAT 


G12889 RHEOSTAT 


WIRING SCHEMATIC 


NOTES: 
1. WIRE IS MIL-W-22759/16-20 OR EQUIVALENT 


DRAWN DATE 
BREAK SHARP EDGES Ta 4/15/08 


CHECKED DATE AN 


UNLESS OTHERWISE SPECIFIED 


AVIATION 
FRACTIONS DECIMAL g me DOME LIGHT WIRING 


DIMENSIONS ARE IN INCHES DESIGNED DATE 
TOLERANCES ARE: 


+1/8" X t Fa APPROVED DATE 
el CLB 4/15/08 DUAL RHEOSTATS 
THIS DOCUMENT INCLUDES INFORMATION PROPRIETARY Prawing Number (312989 
TO GENEVA AVIATION AND SHALL NOT BE USED OR DUPLICATED BY 
ANYONE WITHOUT THE WRITTEN PERMISSION OF GENEVA AVIATION, INCI” GA129 [= D [ScaleNONE | sree 1o 1 
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